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wT STATINTL.. STATINTL 


EXHIBIT NO. 5 TO CONTRACT NO. poe ee 


a3 CONTRACTOR WARRANTS PRICES CONFORM TC THE 
FROM____Baird-Atomic, Inc. icf FORMULA IN EFFECT ON THE DATE CF THIS EXHI 


{CONTRA CTGH 


PRICES ARE FAIR AND. REASONABLE, THIS EXHIBIT 
T0 HEREBY APPROVED IN THE AMOUNT OF§ 716.4 
{CONTRACTING OFFICER} 
ire er ee eee 3 eae ee =| Rg eg | 
; NO PART NO. NOMENCLATURE QUANTITY UNIT PRICE | TOTAL PRICE REMARKS | 
l. : 10634-355 Counter 1 ° $ 35.30 $35. 30 | 
2. 106342315 Bubble Assembly | 2 $298. 04 $596. 08 
| 3. 2 10373-31 Wedge Mirrors 1 $ 2.74 $ 2.74 
4 .AR44-364 . _ Triped 1 ' $ 48.36 $ 48.36 
ae: DR44-20 Sextant Holder ¥ $ 33.97  $ 33.97 
: | 
! } ~  STATINTL | 
PREVIOUS UNCOMMITTED BALANCE tl STATINTL 
TOTAL THIS EXHIBIT _$ 716.45 | 
rr 
PRESENT UNCOMMITTED BALANCE - —_ | 
ey eee soda peo ds  igbstad  savseciienties’ Nas weil aes Ho. eee OER eee ae) SERRE ae | 
PRESERVATION, PACKING: _- Commercial DELIVERY COMPLETED BY: March 31, 1961 _ 


‘Approved For Release 1999/09/08 : CIA-RDP81B00878R000500050007-0 


For Release 1999/09/08 : CIA-RDP81B00878R000500050007-0 
Approved For Rele BROOM TL 


STATINTL STATINTL 
STATINTL 


APPROVED PRODUCTION LIST NO. 5 TO CONTRACT oa 


row  _arproven 


{AUTHORIZED REPRESENTATIVE } (DATE) 


T0____Baird-Atomic, Inc, PREPARED 


{DATE} LFOR CONTRACTOR) 
a 
4d 


PART NO. : NOMENCLATURE QUANTITY: UNIT PRICE | TOTAL PRICE REMARKS 


. , 10634-355 Counter 1 $35.30 | $35.30 
. | 10634-315 Bubble Assembly 2 . 298.04 © 596.08 
- | 10373-3131 Wedge Mirrors ed 2.74 | 2.74 

' AR44~364 Tripod 1 - 48.36 | 48.36 
. | DR44-20 _ Sextant Holder 1 33.97 33.97 


PRESERVATION, PACKING. __—=s ~SCommercial ——CDELLIVERY COMPLETED BY March 31, 196) 
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